Antipope Bergoglio Denies Immaculate Conception “Mary was not 
a Saint from the Beginning” 
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Not able even to address Vatican employees without spewing anti-catholic hatred, Francis takes blasphemy 
to a new level, denying Mary’s “full of grace”. 


#PopeFrancis #ImmaculateConception #Catholic #VirginMary #Modernism 
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